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Message Text 

UNCLASSIFIED 

PAGE 01 LONDON 03656 032209Z 
ACTION ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO ERDE-00 NRC-07 OES-06 FEA-01 
ACDA-10 CIAE-00 INR-07 10-13 L-03 NSAE-00 NSC-05 
EB-08 DODE-OO /080W 

032212Z 010841 /44 

P 031819Z MAR 77 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC PRIORITY 1219 
INFO AMEMBASSY PARIS PRIORITY 

UNCLAS LONDON 03656 

E.O. 11652: N/A 
TAGS: TECH UK FR 

SUBJECT: ERDA DISCUSSIONS RE PHYSICAL SECURITY OF 
REPROCESSING FACILITIES 

REF: STATE 42324 

1 . HMG ADVISES THAT GENERAL GILLER OR OTHER OFFICIAL 

USG PERSONNEL WOULD BE WELCOME TO VISIT WINDSCALE AT ANY 
TIME UNDER ORDINARY CIRCUMSTANCES. UNFORTUNATELY, 

HOWEVER, THE PROPOSED VISIT ON MARCH 9 WILL NOT BE POSSI- 
BLE BECAUSE A STRIKE IS IN PROGRESS AT THE WINDSCALE 
FACILITIES AND THERE IS LITTLE CHANCE OF TIMELY SETTLE- 
MENT OF THE DISPUTE. 

2. SAXBE OF MOD INFORMS US THAT THE MARCH 10-11 DIS- 
CUSSIONS ARE BEING ARRANGED AS OUTLINED IN VSAM 683 AND 
THE DRAFT AGENDA. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SECURITY, MEETINGS, NUCLEAR POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LONDON03656 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770074-0103 
Format: TEL 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770397/aaaadhwj.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 691238be-c288-dd11-92da-001cc4696bcc 

Office: ACTION ERDA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 42324 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3221030 
Secure: OPEN 
Status: NATIVE 

Subject: ERDA DISCUSSIONS RE PHYSICAL SECURITY OF REPROCESSING FACILITIES 
TAGS: TECH, UK, FR, US, ERDA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/691238be-c288-dd1 1-92da-001cc4696bcc 
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